SALES MONITOR ANALYST PATH - 3/21/94 


2045368801 


Time 

Account # Customer * Customer Name Brand Description 









1/7/94 

1/14/94 

1/21/94 

1/2G/94 

2/4/94 

2/11/94 

2/1 C/94 

2/25/94 

3/4/94 

3/11/94 

3/10/94 








Time Series 1 Time Series 1 Time Series 

Time Series 1 Time Series ITirne Series 1 Time Series 1 Time Scries 1 Time Series 1 

Time Scries 1 Time Series 1 








Volume 

Volume 

Volume 

Volume 

Volume 

Volume 

Volume 

Volume 

Volume 

Volume 

Volume 

309600 

309602 

SAMS 

CLUB 

#6359 

TOTAL 

PM-USA 

3,600.000 

1.752.000 

0 

3.636,000 

4.236,000 

648;000 

2,304,000 

2,508.000 

2.610.000 

2,964,000 

2.424,000 

30.9600 

309603 

SAMS 

CLUB 

=0: 

CD 

ro 

u 

TOTAL 

PM-USA 

3,324.000 

3.354,000 

3,996,000 

3,630,00.0 

2,790,000 

954.000 

3,090.000 

2.934.000 

4.584,000 

3.372,000 

3.342, OOP 

309600 

309604 

SAMS 

CLUB 

#8319 TOTAL 

PM-USA 

3,066.000 

1.122.000 

2.094,000 

2,172.000 

4,224.000 

552,000 

1,542.000 

2.028.000 

2.530,000 

2.622,000 

576,000 

309600 

309605 

SAMS 

CLUD 

#6323 

TOTAL 

PM-USA 

2,160.000 

1.134,000 

1.746,000 

3.252.000 

0 

462,000 

1.212,000 

1.224,000 

904,000 

1.104.000 

732,000 

309600 

309606 

SAMS 

CLUB 

#8137 TOTAL 

PM-USA 

2,446,000 

1,902.000 

0 

2,832,000 

4,686,000 

600,000 

1,404,000 

1.1 16.000 

3,102.000 

1.326.000 

1,560,000 

309600 

30960/ 

SAMS 

CLUB 

#6412 

TOTAL 

PM-USA 

4,420,000 

2.526.000 

1.566,000 

2,256,000 

3.372,000 

1,302.000 

1.308.000 

2,160.000 

3,030.000 

2.328.000 

1.068,000 

309600 

309609 

SAMS 

CLUB 

#6454 

TOTAL 

PM-USA 

240.000 

582.000 

6.000 

198.000 

0 

2.178.000 

726.000 

1.398.000 

1.164.000 

2,328.000 

2.130.000 

309600 

309609 

SAMS 

CLUD 

#6429 

TOTAL 

PM-USA 

1,152.000 

912.000 

12.000 

1,704.000 

12.000 

406,000 

972,000 

906,000 

996,000 

5 16,000 

270,000 

309600 

309610 

SAMS 

CLUB 

It 6417 TOTAL 

PM-USA 

702,000 

1,092,000 

0 

2,106,000 

1,350,000 

516,000 

816,000 

588,000 

234.000 

480,000 

396,000 

309600 

309611 

SAMS 

CLUB 

#6419 

TOTAL 

PM-USA 

1,008.000 

726.000 

0 

1.956,000 

0 

288,000 

876.000 

744,000 

276.000 

910.000 

270,000 








22.126,000 

15,102,000 

9,420,000 

23,742,000 

20,670,000 

7.9B6.000 

14,250,000 

15.606.000 

19,518.00b 

17.958,000 

12.768.000 
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